









































































































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
test PDPSdnbine only 0003 0008.0 20f2 ARLINGTON APPRAISED: 1,792,800 / 4,847,100 
Map Block Lot j= USEVALUE:  1,792,800/ 4,847,100 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 1,792,800 / 4,847,100 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
170/-178 SUMMER ST, ARLINGTON 112 0.000 1,792,800 1,792,800 43508 
OWNERSHIP Unit #: GIS Ref 
Owner 1: CAMPOBASSO PROPERTIES LLC 
sane - Total Card 0.000 1,792,800 1,792,800 Entered Lot Size eine) 

Total Parcel 0.781 3,129,900 15,200 1,702,000 4,847,100 : 
eS eS LUE Ie ~ oT Market Adj Cost Total Value per SQ unit /Card: 124.20 /Parcel: 203.08 we ane Insp Date atriot 
Street 2: ta Land Unit Type: 09/17/18 Properties Inc. 

Twn/City: ARLINGTON PREVIOUS ASSESSMENT Parcel ID 068.0-0003-0008.0 15868! USER DEFINED 
st/Prov: MA | Cnty’ Own Occ: N Tax Yr Use Cat  BldgValue  Yrdltems | Land Size Land Value Total Value Asses'd Value Notes Date ) Prior Id # 1: 43508 
Postal: (02474-2461 Type: PRINT Prior Id # 2: 

: Prior Id # 3: 
alae 12/90/21 02:54:13 |lieeene 
Owner 2: 

Street 1: LAST REV Prior Id # 3: 
Twn/City: Date | Time | Priorld #1: 
SHProy: Cniry 05/14/19 | 15:27:43 | Prior Id # 2: 
Postal: apro Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5868 ASR Map 
This parcel contains .781 Sq. Ft. of land mainly classified as Grantor LegalRef Type Date Sale Code Sale Price V Tst Verif Notes Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1999, Reval Dist: 
having primarily Vinyl Exterior and 14434 Square Feet, with 15 Year: 
Units, 15 Baths, 0 3/4 Bath, 0 HalfBath, 55 Rooms, and 25 LandReason: 
Bdrms. 
OTHER ASSESSMENTS el 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O Last Visit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ____7AA999 514 Alterati 1,000,000 REMODEL 9/17/2018 MEAS&NOTICE PH Patrick H 
Item | Code Description % | Item | Code Description 7/18/2000 Measured 963 PATRIOT 
Z Rd APTSLOW 100 | water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sign: / / 
Ign: 
LAND SECTION (First 7 lines only) y ——— 
me C . Depth / ; LT Base Unit _, Neigh Neigh ; ; >, Appraised Alt , Spec J 
on Description Fact No of Units PriceUnits Unit Type Land Type BS ereuatie Price Adj Neigh influ. Mod Infl 1 % Infl2 % (Infl3 % Value Giese) ot end. esas Fact Use Value Notes 
112 Apts. 8 Plus 0 0 Sq. Ft. Site 0 0. 0.00 AG 
Total AC/HA: |0.00000 Total SF/SM: |0 Parcel LUC: 112 Apts. 8 Plus Prime NB Desc |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 



































































































































































































































































































































































































































































































































































































































































































































































































































Test EOE, rate Orly BATH FEATURES COMMENTS SKETCH 
ype: 83 - Apt- Garden Full Bath}15 | Rating: Average COMBINED WITH 10A AND 9 TO FORM 34038 
Sty Ht 3-3 Story A Bath: Rating: FOR CONSTRUCTION OF 2 APT BLDGS 6/89 
(Liv) Units: 15 Total: 23 3/4 Bath: Rating: 20274 559 1126 13; 3 UNITS/LLV; NO FIN BMT 
Foundation: 1 - Concrete A 3QBth Rating: AREA, BLDG ANGLED. 
Frame: 1 - Wood 1/2 Bath: Rating: 
Prime Wall: 4 - Vinyl A HBth: Rating: 
Sec Wall: 7 - Brick 40%  OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES 1st Res Grid | Desc: Line 1 # Units | 10 
Roof Cover: 1 - Asphalt Shg| Kits:|15 | Rating: Average Level FY LRDR DK FRRRBRFBHB L O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION SLES I Ties) “ : 
Grade: C - Average CONDO INFORMATION ianer 
Year Bit: 1999 Eff Yr Blt ee Totals | RMs:55 |BRs:|25 |Baths:|15 | HB] _ 
Ait LUC: Alt %: Ween as 
Jurisdict: Fact: BODE REMODELING RES BREAKDOWN 
Const Mod: % Own: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 10 4 2 M 
itions: 5 3 1M 
INTERIOR INFORMATION PRSCOMEIAV - Average | 16. ares 
Avg HUFL: 9 Functional: % ; 
Baths: 
Prim Int Wal 1 - Drywall Saale % iene 
Sec Int Wall: % Special: 0, we 
Partition: T - Typical Ovaries 9 SOU: Totals 11 
Prim Floors: 4 - Carpet : " _ Heating: 
. Total: 16% | General: L) SUB AREA SUB AREA DETAIL 
See rele: di CALC SUMMARY Code Description Area-SQ = Rate-AV —_— Undepr Value Sub % ; % 
Bsmnt Flr. 4 - Carpet Basic $/ SQ: |168.00 COMPARABLE SALES | FFL First Floor 4580 131.730 RE cies Ue age SU 
Subtloor. Size Adj:|0.80920184 || fale | RareelIBY | Typ | Date eaeialey SFL Second Floor 4,580 131.730 603,331 LLV 100 FLA 60 A 
Bsmnt Gar: Const Adj.: 0.96899998 LLV _ Lower Level 3,844 91.290 350,919 
Electric: 3 - Typical Adj $/ SQ: 131.732 TFL Third Floor 2,968 131.730 390,979 
Insulation: 2 - Typical Other Features: 150000 BMT Basement 736 39.520 29,086 
Int vs Ext: S Grade Factor: |1.00 EFP Enclos Porch 84 57.790 4,854 
rea 2 - we sHW NBHD Inf: |1.00000000 = oe a 42 15.500 651 
eat Type: |3 - Force en Porc 28 42.640 1,194 
# Heat ae 1 oeeaee a WIAVS/SQ: AvRate: Ind. Val Net Sketched Area: 16,862 Total:) 1,984,345 
% Heated: 100 % AC: Ad Total: 2134345 Juris. Factor: Before Depr: 131.73 Size Ad 12128 Gross Area 16862 FinArea 14434 
Solar HW: NO _ | Central Vac: NO Depreciation: 341495 Special Features: 0 Val/Su Net: /106.32 . 
% Com Wal % Sprinkled 0 Deprecated Total: 1792849 Final Total: 1792800 _| Val/Su SzAd 147.82 aa 
MOBILE HOME Make: Model: Serial # Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID 068.0-0003-0008.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC Fact NBFa  ApprValue JCodJFact Juris. Value 
2 
More: N Total Yard Items: Total Special Featues: Total: 

























































































































































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
test PDPSdnbine only 0003 0008.0 20f2 ARLINGTON APPRAISED: 1,792,800 / 4,847,100 
Map Block Lot a San USEVALUE:  1,792,800/ 4,847,100 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 1,792,800 / 4,847,100 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
170/-178 SUMMER ST, ARLINGTON 112 0.000 1,792,800 1,792,800 43508 
OWNERSHIP Unit #: GIS Ref 
Owner 1: CAMPOBASSO PROPERTIES LLC 
sane - Total Card 0.000 1,792,800 1,792,800 Entered Lot Size eine) 

Total Parcel 0.781 3,129,900 15,200 1,702,000 4,847,100 : 
eS eS LUE Ie ~ oT Market Adj Cost Total Value per SQ unit /Card: 124.20 /Parcel: 203.08 we ane Insp Date atriot 
Street 2: ta Land Unit Type: 09/17/18 Properties Inc. 

Twn/City: ARLINGTON PREVIOUS ASSESSMENT Parcel ID 068.0-0003-0008.0 15868! USER DEFINED 
st/Prov: MA | Cnty’ Own Occ: N Tax Yr Use Cat  BldgValue  Yrdltems | Land Size Land Value Total Value Asses'd Value Notes Date ) Prior Id # 1: 43508 
Postal: (02474-2461 Type: PRINT Prior Id # 2: 

: Prior Id # 3: 
eNieny 12/90/21 02:54:13 |lieeene 
Owner 2: 

Street 1: LAST REV Prior Id # 3: 
Twn/City: Date | Time | Priorld #1: 
SHProy: Cniry 05/14/19 | 15:27:43 | Prior Id # 2: 
Postal: apro Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5868 ASR Map 
This parcel contains .781 Sq. Ft. of land mainly classified as Grantor LegalRef Type Date Sale Code Sale Price V Tst Verif Notes Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1999, Reval Dist: 
having primarily Vinyl Exterior and 14434 Square Feet, with 15 Year: 
Units, 15 Baths, 0 3/4 Bath, 0 HalfBath, 55 Rooms, and 25 LandReason: 
Bdrms. 
OTHER ASSESSMENTS el 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O Last Visit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ____7AA999 514 Alterati 1,000,000 REMODEL 9/17/2018 MEAS&NOTICE PH Patrick H 
Item | Code Description % | Item | Code Description 7/18/2000 Measured 963 PATRIOT 
Z Rd APTSLOW 100 | water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sign: / / 
Ign: 
LAND SECTION (First 7 lines only) y ——— 
me C . Depth / ; LT Base Unit _, Neigh Neigh ; ; >, Appraised Alt , Spec J 
on Description Fact No of Units PriceUnits Unit Type Land Type BS ereuatie Price Adj Neigh influ. Mod Infl 1 % Infl2 % (Infl3 % Value Giese) ot end. esas Fact Use Value Notes 
112 Apts. 8 Plus 0 0 Sq. Ft. Site 0 0. 0.00 AG 
Total AC/HA: |0.00000 Total SF/SM: |0 Parcel LUC: 112 Apts. 8 Plus Prime NB Desc |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 



































































































































































































































































































































































































































































































































































































































































































































































































































Test EOE, rate Orly BATH FEATURES COMMENTS SKETCH 
ype: 83 - Apt- Garden Full Bath}15 | Rating: Average COMBINED WITH 10A AND 9 TO FORM 34038 
Sty Ht 3-3 Story A Bath: Rating: FOR CONSTRUCTION OF 2 APT BLDGS 6/99 
(Liv) Units: 15 Total: 23 3/4 Bath: Rating: 20274 559 1126 13; 3 UNITS/LLV; NO FIN BMT 
Foundation: 1 - Concrete A 3QBth Rating: AREA, BLDG ANGLED. 
Frame: 1 - Wood 1/2 Bath: Rating: 
Prime Wall: 4 - Vinyl A HBth: Rating: 
Sec Wall: 7 - Brick 40%  OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES 1st Res Grid | Desc: Line 1 # Units | 10 
Roof Cover: 1 - Asphalt Shg| Kits:|15 | Rating: Average Level FY LRDR DK FRRRBRFBHB L O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION SLES I Ties) “ : 
Grade: C - Average CONDO INFORMATION ianer 
Year Bit: 1999 Eff Yr Bit: ean Totals | RMs:|55 [BRs.|25 | Baths:|15 | HB) 
Alt LUC: Alt %: Total Units: 
Jurisdict: Fact: see REMODELING RES BREAKDOWN 
Const Mod: % Own: Exterior: NoUnit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 10 4 2 M 
itions: bs) 3 1 3M 
INTERIOR INFORMATION PRSCOMEIAV - Average | 16. ares 
Avg HUFL: 9 Functional: % ; 
Baths: 
Prim Int Wal 1 - Drywall Saale % iene 
Sec Int Wall: % Special: 0, we 
Partition: T - Typical Ovaries 9 SOU: Totals 11 
Prim Floors: 4 - Carpet : " _ Heating: 
. Total: 16% | General: L) SUB AREA SUB AREA DETAIL 
See rele: di CALC SUMMARY Code Description Area-SQ = Rate-AV —_— Undepr Value Sub % ; % 
Bsmnt Flr. 4 - Carpet Basic $/ SQ: |168.00 COMPARABLE SALES | FFL First Floor 4580 131.730 RE cies Ue age SU 
Subtloor. Size Adj:|0.80920184 || fale | RareelIBY | Typ | Date Sel FIs SFL Second Floor 4,580 131.730 603,331 LLV 100 FLA 60 A 
Bsmnt Gar: Const Adj.: 0.96899998 LLV _ Lower Level 3,844 91.290 350,919 
Electric: 3 - Typical Adj $/ SQ: 131.732 TFL Third Floor 2,968 131.730 390,979 
Insulation: 2 - Typical Other Features: 150000 BMT — Basement 736 39.520 29,086 
Int vs Ext: S Grade Factor: |1.00 EFP Enclos Porch 84 57.790 4,854 
rea 2 - we sHW NBHD Inf: |1.00000000 = oe a 42 15.500 651 
eat Type: |3 - Force en Porc 28 42.640 1,194 
# Heat ae 1 oeeaee a WIAVS/SQ: AvRate: Ind. Val Net Sketched Area: 16,862 Total:) 1,984,345 
% Heated: 100 % AC: Ad Total: 2134345 Juris. Factor: Before Depr: 131.73 Size Ad 12128 Gross Area 16862 FinArea 14434 
Solar HW: NO _ | Central Vac: NO Depreciation: 341495 Special Features: 0 Val/Su Net: /106.32 . 
% Com Wal % Sprinkled 0 Deprecated Total: 1792849 Final Total: 1792800 _| Val/Su SzAd 147.82 aa 
MOBILE HOME Make: Model: Serial # Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID 068.0-0003-0008.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC Fact NBFa  ApprValue JCodJFact Juris. Value 
4 
More: N Total Yard Items: Total Special Featues: Total: 
































































































































































































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
‘test PDPSEdtnbine only 9099 eee ten : . ARLINGTON APPRAISED:  3,054,300/ 4,847,100 
Map Block Lot 5 USEVALUE:  3,054,300/ 4,847,100 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 3,054,300 / 4,847,100 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
170-178 SUMMER ST, ARLINGTON 112 34038.000 1,337,100 15,200 1,702,000 3,054,300 43508 
OWNERSHIP Unit #: GIS Ref 
Owner 1: CAMPOBASSO PROPERTIES LLC 
2: 
sane 3: Total Card 0.781 1,337,100 15,200 1,702,000 3,054,300 Entered Lot Size GIS Ref 
Total Parcel 0.781 3,129,900 15,200 1,702,000 4,847,100 (ar : 
ee oN Sa 1 ~ Se Market Adj Cost Total Value per SQ unit /Card: |323.75 /Parcel: 203.08 Mie an Insp Date ‘LOE 
Street 2: p : act: Land Unit Type: 09/17/18 Properties Inc. 
Twn/City: ARLINGTON PREVIOUS ASSESSMENT Parcel ID 068.0-0003-0008.0 15868! USER DEFINED 
st/Prov: MA | Cntry Own Occ: N Tax Yr Use Cat  BldgValue Yrditems | LandSize LandValue Total Value Asses'd Value Notes Date Prior ld # 1: 43508 
Postal: 02474-2461 Type: 2022 112 ~=«~FV 3,129,900 15200 34,038. 1,702,000 4,847,100 Year end 12/23/2021 PRINT Prior Id # 2: 
PREVIOUS OWNER 2021 112 =~FV 3,129,900 15200 34,038. 1,644,500 4,789,600 Year End Roll 12/10/2020 Date | Time Prior Id # 3: 
Owner 1: CAMPOBASSO RICHARD S--ETAL - 2020 112 FV 2,991,500 15200) 34,038. 1,495,000 4,501,700 4,501,700 Year End Rol 12/18/2019 — Prior Id # 1: 
Owner 2: |CAMPOBASSO HELEN G- 2019 112 FV 2,560,200 157001 34,038. 1,495,000 4,070,900 4,070,900 Year End Roll 1/3/2019 Varsve1 [02:54:06 | Prior Id # 2 
Street 1: 290 MASS AVENUE 2018 112 FV 2,560,200 15700 34,038. 1,495,000 4,070,900 4,070,900 Year End Roll 12/20/2017 LAST REV Prior Id # 3: 
TwniCity: ARLINGTON 2017 112 «FV 2,199,500 15700 34,038. 1,173,000 3,388,200 3,388,200 Year End Roll 1/3/2017 Date | Time | Priorid#1: 
Sinha: 1 Cntry 2016 112 FV 2,199,500 15700 34,038. 1,173,000 3,388,200 3,388,200 Year End 1/4/2016 11/19/21 | 14:03:33 | Prior Id # 2: 
Postal: 02474 2015 112 FV 1,982,000 16100 34,038. 1,035,000 — 3,033,100 3,033,100 Year End Roll 12/11/2014 apro Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5868 ASR lee 
This parcel contains .781 Sq. Ft. of land mainly classified as Grantor LegalRef Type Date Sale Code Sale Price V Tst Verif Notes Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1999, ee eee es Me 99)No_[No Reval Dist: 
having primarily Vinyl Exterior and 9434 Square Feet, with 8 CAMPOBASSO RICH 1400-117 6/9/2011 Convenience 99'No No Year: 
Units, 8 Baths, 0 3/4 Bath, 0 HalfBath, 32 Rooms, and 16 20274-559 4/1/1996 1 No No A Lenneeeaat 
Bdrms. 
OTHER ASSESSMENTS su casa 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode  F. Descrip Comment Date Result By Name 
PROPERTY FACTORS __ 42/11/2041 1695 Inter Fi 20,000 Bring framing to c 5/24/2021 | & E Return JO Jenny 0 
Item Code Description | % | Item | Code Description 71/4998 514 1,000,000 2 NEW APT BUILDING 11/2/2020 Mail Update MM Mary M 
Z R5_ APTSLOW 100 _ water 2/26/1998 205 2,000 DEMO 24X30 GARAGE 9/17/2018 MEAS&NOTICE PH Patrick H 
0 Sewer 3/9/1993 56 2,500 REMODEL BATH 10/30/2000 Hearing N/C 201 PATRIOT 
n Electri 7/18/2000 Measured 263 PATRIOT 
Census: Exmpt 6/9/1999 PM Peter M 
Flood Haz: 
D Topo 1 Level 
S Street 
t Gas: Sian: / / 
: Ign: 
LAND SECTION (First 7 lines only) J ee 
ae C ,. Depth / LT Base Unit _, Neigh Neigh ; ; >, Appraised Alt ., Spec J 
on Description Fact No of Units PriceUnits Unit Type Land Type Be ecvane eee Adj Neigh influ. Mod Infl 1 % Infl2 % Infl3 % Value Gisela. esas Fact Use Value Notes 
112 Apts. 8 Plus 34038 Sq. Ft. Site 0 0. 0.00 AG 
112 Apts. 8 Plus 23 No. of Un — Site 0 74,000. 1.00 AG 1,702,000 1,702,000 
Total AC/HA: 0.78140 Total SF/SM: 34038 Parcel LUC: 112 Apts. 8 Plus Prime NB Desc |APT GOOD Total: 1,702,000) | Spl Credit Total:| 1,702,000 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 








































































































































































































































































































































































































































































































































































































































































































































































































Test EOE, rate Orly BATH FEATURES COMMENTS SKETCH 
ype: 83 = Apt- Garden Full Bath /8 Rating: Average COMBINED WITH 10A AND 9 TO FORM 34038 
StyHt. 3 - 3 Story A Bath: Rating: FOR CONSTRUCTION OF 2 APT BLDGS 6/9 
(Liv) Units: /8 Total: 23 3/4 Bath: Rating: 20274 559 1126 13; BOTH BLDGS COMP.. 
Foundation: 1 - Concrete A 3QBth Rating: TFL 
Frame: 1 - Wood 1/2 Bath: Rating: ~ SFL 
Prime Wall: 4 - Vinyl A HBth: Rating: (32) 
Sec Wall: 1 - Wood Shing! | 20|% OthrFix: Rating: RESIDENTIAL GRID ae 
Roof Struct: 2. - Hip OTHER FEATURES 1st Res Grid | Desc: |Line 1 # Units 8 _* (08) 
Roof Cover: 1 - Asphalt Shg| Kits: |8 Rating: Average Level FY LRDR DK FRRRBRFBHB L O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION SLES I Ties) a ei 
Grade:[C  - Average CONDO INFORMATION aor oe aa nie 
Year Bit: 1999 __Eff Yr Bit: =oeaion Totals | RMs:|32 | BRs:|16 |Baths:8 | HB (52) 
Alt LUC: Alt %: Total Units: 
Jurisdict: Fact: Floor: REMODELING RES BREAKDOWN 
Const Mod: % Own: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 8 4 2 M 
INTERIOR INFORMATION PRSCOMEIAV - Average | 16. ares 
Avg HUFL: 9 Functional: % ; 
. Baths: 
Prim Int Wal 1 - Drywall Saale % iene 
Sec Int Wall: % Special: 0, we 
re Electric: 
Partition: T - Typical Gvonue: of —— Totals 21 
Prim Floors: 4 - Carpet 0 mealine) 9 39 16 
ode escription rea - ate - ndepr Value U % % 
tues 2 - Concrete Basic $/ SQ: 168.00 COMPARABLE SALES | SFL Second oe 3.457 143.230 495,134 [eee ee ce re 
Subfloor: Size Adj.: 0.89749837 Rate Parcel ID Typ Date Sale Price BMT Basement 3,393 12.970 145,790 | | 
Bsmnt Gar: Const Adj.: 0.94990498 FFL _ First Floor 3,393 143.230 485,967 
Electric: 3 - Typical Adj $/ SQ: 143.226 TFL Third Floor 2,584 143.230 370,097 
Insulation: 2 - Typical Other Features: 84974 WDK Deck 120 13.620 1,634 
Int vs Ext: S Grade Factor: 1.00 OFP —_ Open Porch 112 29.670 3,323 
rea 2 - we sHW NBHD Inf: 1.00000000 EFP Enclos Porch 87 55.590 4,836 
eat Type: |3 - Force 
# Heat ae { He ae a WiAvs/SQ: AvRate: Ind. Val Net Sketched Area: 13,146 Total: 1,506,781 
% Heated: 100 % AC: Ad Total: 1591755 Juris. Factor: Before Depr: 143,23 Size Ad 9434 Gross Area 13146 FinArea 9434 
solar HW: NO | Central Vac: |NO Depreciation: 254681 Special Features: (0 Val/Su Net: |101.71 IMAGE : . 
% Com Wal % Sprinkled'100 | Depreciated Total: 1337074 Final Total: 1337100 _—_ Val/Su SzAd 141.73 AssessPro cist Sag sy eC 
MOBILE HOME | Make: Model: Serial # Year: Color: Se ee — 
SPEC FEATURES/YARD ITEMS PARCEL ID 068.0-0003-0008.0 , 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC Fact NBFa  ApprValue JCodJFact Juris. Value 
85 Paving DY 1 8000 A AV 1999 2.13/T 16 112 14,300 14,300 
87 Fence-4 DY 1 170 A AV 1999 6.00 T 16 112 900 900 
2 Frame Shed DY 1 10X12 A AV 2017 0.00 T 1.6 112 
6 
More: N Total Yard Items: 15,200 Total Special Featues: Total: 15,200 
































































































































































































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
test PDPOSPnbine only 9008 0008.0 ten : . ARLINGTON APPRAISED:  3,054,300/ 4,847,100 
Map Block Lot 7 USEVALUE:  3,054,300/ 4,847,100 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 3,054,300 / 4,847,100 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
170-178 SUMMER ST, ARLINGTON 112 34038.000 1,337,100 15,200 1,702,000 3,054,300 43508 
OWNERSHIP Unit #: GIS Ref 
Owner 1: CAMPOBASSO PROPERTIES LLC 
2: 
sane 3: Total Card 0.781 1,337,100 15,200 1,702,000 3,054,300 Entered Lot Size GIS Ref 
Total Parcel 0.781 3,129,900 15,200 1,702,000 4,847,100 (ar : 
ee oN Sa 1 ~ Se Market Adj Cost Total Value per SQ unit /Card: (323.75 /Parcel: 203.08 Mie an Insp Date ‘LOE 
Street 2: p : act: Land Unit Type: 09/17/18 Properties Inc. 
Twn/City: ARLINGTON PREVIOUS ASSESSMENT Parcel ID 068.0-0003-0008.0 15868! USER DEFINED 
st/Prov: MA | Cntry Own Occ: N Tax Yr Use Cat  BldgValue Yrditems | LandSize LandValue Total Value Asses'd Value Notes Date Prior ld # 1: 43508 
Postal: 02474-2461 Type: 2022 «112 =«~FV 3,129,900 15200) 34,038. 1,702,000 4,847,100 Year end 12/23/2021 PRINT Prior Id # 2: 
PREVIOUS OWNER 2021 112 =~FV 3,129,900 15200 34,038. 1,644,500 4,789,600 Year End Roll 12/10/2020 Date | Time Prior Id # 3: 
Owner 1: CAMPOBASSO RICHARD S--ETAL - 2020 112 FV 2,991,500 15200) 34,038. 1,495,000 4,501,700 4,501,700 Year End Rol 12/18/2019 — Prior Id # 1: 
Owner 2: |CAMPOBASSO HELEN G- 2019 112 FV 2,560,200 157001 34,038. 1,495,000 4,070,900 4,070,900 Year End Roll 1/3/2019 Varsve1 [02:54:06 | Prior Id # 2 
Street 1: 290 MASS AVENUE 2018 112 FV 2,560,200 15700) 34,038. 1,495,000 4,070,900 4,070,900 Year End Roll 12/20/2017 LAST REV Prior Id # 3: 
TwniCity: ARLINGTON 2017 112 «FV 2,199,500 15700 34,038. 1,173,000 3,388,200 3,388,200 Year End Roll 1/3/2017 Date | Time | Priorid#1: 
SUP rev. 1 Cntry 2016 112 FV 2,199,500 15700 34,038. 1,173,000 3,388,200 3,388,200 Year End 1/4/2016 11/19/21 | 14:03:33 | Prior Id # 2: 
Postal: 02474 2015 112 FV 1,982,000 16100 34,038. 1,035,000 — 3,033,100 3,033,100 Year End Roll 12/11/2014 apro Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 5868 ASR lee 
This parcel contains .781 Sq. Ft. of land mainly classified as Grantor LegalRef Type Date Sale Code Sale Price V Tst Verif Notes Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1999, ee eee es Me 99)No_[No Reval Dist: 
having primarily Vinyl Exterior and 9434 Square Feet, with 8 CAMPOBASSO RICH 1400-117 6/9/2011 Convenience 99|No No Year: 
Units, 8 Baths, 0 3/4 Bath, 0 HalfBath, 32 Rooms, and 16 20274-5959 4/1/1996 1 No No A Lenneeeaat 
Bdrms. 
OTHER ASSESSMENTS su casa 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode  F. Descrip Comment Date Result By Name 
PROPERTY FACTORS __ 42/11/2041 1695 Inter Fi 20,000 Bring framing to c 5/24/2021 | & E Return JO Jenny 0 
Item Code Description | % | Item | Code Description 71/4998 514 1,000,000 2 NEW APT BUILDING 11/2/2020 Mail Update MM Mary M 
Z R5_ APTSLOW 100 _ water 2/26/1998 205 2,000 DEMO 24X30 GARAGE 9/17/2018 MEAS&NOTICE PH Patrick H 
0 Sewer 3/9/1993 56 2,500 REMODEL BATH 10/30/2000 Hearing N/C 201 PATRIOT 
n Electri 7/18/2000 Measured 263 PATRIOT 
Census: Exmpt 6/9/1999 PM Peter M 
Flood Haz: 
D Topo 1 Level 
S Street 
t Gas: Sian: / / 
: Ign: 
LAND SECTION (First 7 lines only) J ee 
ae C ,. Depth / LT Base Unit _, Neigh Neigh ; ; >, Appraised Alt ., Spec J 
on Description Fact No of Units PriceUnits Unit Type Land Type Be ecvane eee Adj Neigh influ. Mod Infl 1 % Infl2 % Infl3 % Value Gisela. esas Fact Use Value Notes 
112 Apts. 8 Plus 34038 Sq. Ft. Site 0 0. 0.00 AG 
112 Apts. 8 Plus 23 No. of Un — Site 0 74,000. 1.00 AG 1,702,000 1,702,000 
Total AC/HA: 0.78140 Total SF/SM: 34038 Parcel LUC: 112 Apts. 8 Plus Prime NB Desc APT GOOD Total: 1,702,000) | Spl Credit Total:| 1,702,000 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 








































































































































































































































































































































































































































































































































































































































































































































































































Test EOE, rate Orly BATH FEATURES COMMENTS SKETCH 
ype: 83 = Apt- Garden Full Bath /8 Rating: Average COMBINED WITH 10A AND 9 TO FORM 34038 
StyHt. 3 - 3 Story A Bath: Rating: FOR CONSTRUCTION OF 2 APT BLDGS 6/89 
(Liv) Units: /8 Total: 23 3/4 Bath: Rating: 20274 559 1126 13; BOTH BLDGS COMP.. 
Foundation: 1 - Concrete A 3QBth Rating: TFL 
Frame: 1 - Wood 1/2 Bath: Rating: ~ SFL 
Prime Wall: 4 - Vinyl A HBth: Rating: (32) 
Sec Wall: 1 - Wood Shing! | 20|% OthrFix: Rating: RESIDENTIAL GRID ae 
Roof Struct: 2. - Hip OTHER FEATURES 1st Res Grid | Desc: |Line 1 # Units 8 _* (08) 
Roof Cover: 1 - Asphalt Shg| Kits: |8 Rating: Average Level FY LRDR DK FRRRBRFBHB L O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION SLES I Ties) a ei 
Grade:[C  - Average CONDO INFORMATION aor oe aa nie 
Year Bit: 1999 __Eff Yr Bit: =oeaion Totals | RMs:|32 | BRs:|16 |Baths:8 | HB (52) 
Alt LUC: Alt %: Total Units: 
Jurisdict: Fact: Floor: REMODELING RES BREAKDOWN 
Const Mod: % Own: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 8 4 2 M 
INTERIOR INFORMATION PRSCOMEIAV - Average | 16. ares 
Avg HUFL: 9 Functional: % ; 
. Baths: 
Prim Int Wal 1 - Drywall Saale % iene 
Sec Int Wall: % Special: 0, we 
re Electric: 
Partition: T - Typical Gvonue: of —— Totals 21 
Prim Floors: 4 - Carpet 0 mealine) 9 39 16 
ode escription rea - ate - ndepr Value U % % 
tues 2 - Concrete Basic $/ SQ: 168.00 COMPARABLE SALES | SFL Second oe 3.457 143.230 495,134 [eee ee ce re 
Subfloor: Size Adj.: 0.89749837 Rate Parcel ID Typ Date Sale Price BMT Basement 3,393 12.970 145,790 | | 
Bsmnt Gar: Const Adj.: 0.94990498 FFL _ First Floor 3,393 143.230 485,967 
Electric: 3 - Typical Adj $/ SQ: 143.226 TFL Third Floor 2,584 143.230 370,097 
Insulation: 2 - Typical Other Features: 84974 WDK Deck 120 13.620 1,634 
Int vs Ext: S Grade Factor: 1.00 OFP —_ Open Porch 112 29.670 3,323 
rea 2 - we sHW NBHD Inf: 1.00000000 EFP Enclos Porch 87 55.590 4,836 
eat Type: |3 - Force 
# Heat ae { He ae a WiAvs/SQ: AvRate: Ind. Val Net Sketched Area: 13,146 Total: 1,506,781 
% Heated: 100 % AC: Ad Total: 1591755 Juris. Factor: Before Depr: 143,23 Size Ad 9434 Gross Area 13146 FinArea 9434 
solar HW: NO | Central Vac: |NO Depreciation: 254681 Special Features: (0 Val/Su Net: |101.71 IMAGE : . 
% Com Wal % Sprinkled'100 | Depreciated Total: 1337074 Final Total: 1337100 _—_ Val/Su SzAd 141.73 AssessPro cist Sag sy eC 
MOBILE HOME | Make: Model: Serial # Year: Color: Se ee — 
SPEC FEATURES/YARD ITEMS PARCEL ID 068.0-0003-0008.0 , 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC Fact NBFa  ApprValue JCodJFact Juris. Value 
85 Paving DY 1 8000 A AV 1999 2.13/T 16 112 14,300 14,300 
87 Fence-4 DY 1 170 A AV 1999 6.00 T 16 112 900 900 
2 Frame Shed DY 1 10X12 A AV 2017 0.00 T 1.6 112 
8 
More: N Total Yard Items: 15,200 Total Special Featues: Total: 15,200 















































